FBI WASH DC 

FBI ATLANTA 
9:26 A \ 


fEOCRAL r-UREAU or INVESTIGAHON 
ti. s. rifpA»ifc:r.NJ or junior 
COMMUNICATIONS StCIION 

APR 15 1968 

TELETYPE 


• URGENT 4/15/68 HJM 

i-j TO DIRECTOR, FBI 

FROM ATLANTA 44-2386 CP) IP 


^MURKIN.^.,.'- 


ROOMS OF BOTH PERTINENT ROOMING HOUSES, ATLANTA 
PROCESSED AND EXAMINED IN DETAIL. CERTAIN ITEMS OfIpoSSIB 
VALUE LOCATED, INCLUDING PARTIAL PRINTS. MATERIAL OBTAINED 

-I . 


,HAS BEEN FORWARDED TO REACH BUREAU LABORATORY FOR PJRQC ESS.I,..l^^f4 ‘ 



Mr. Tol .ion _ 

Mr. i'ol,oni.)i 

Mr. Mohr . 

Mr. . llislinp 

Mr, Cn -iHT 

Mr. Ciill.iitnn. 

Mr. Frit ; 

Mr. Gale; .. 

Mr. Ro ; 

Mi-. SiAlit'.-m. 

Mr. T revel 

Mr. Trot tor 

Tele. Room 

Miss Holmes 

Miss Gandy.. 


EARLY THIS DATE FOR DETERMINATION OF VALUE. MATERIAL FURnIIrED 
INCLUDES SOILED LINEN, SEVERAL LATENT PRINTS, TWO rjlwSPAPE'^KND’' 




■OTHER MISCELLANEOUS SCRAPS OF PAPER OF POSSIBLE VALUE. 
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